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ANNUAL  REPORT 

01-  TH1-; 

MEDICAL  OFFICER  OF  HEALTH 

For  the  Year  ended  December  315/,  igio. 


Health  Office, 

H IKK  DALE, 

March,  1910. 


To  THE  Chairman  and  Members  of  the  Hirkdale  Urban 

District  Council. 

(iENTLEMEN, 

1 have  pleasure  in  presenting  my  Annual  Report  regarding  the 
sanitary  work  and  other  matters  which  have  been  dealt  with  during  the 
year  1910.  There  has  been  much  good  work  done  and  many  improvements 
have  been  carried  out. 

Three  hundred  and  thirteen  l)irths  were  registered  during  the  year 
which  is  a slight  decrease  on  last  year.  I'hess  313  births  are  equal  to  an 
annual  birth-rate  of  15-0  per  1000. 
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DICATH-RATE. 

The  Deaths  registered  during  the  year  were  as  follows  : — ■ 

Males.  Females. 


Southport  Infirmary  

9 •• 

....  4 

Ormskirk  Workhouse  

5 •• 

....  5 

Mandeth  Hospital  

I 

Birkdale  District  

92  •• 

....  105 

107 

114 

This  gives  a total  of  221 — ^Alales,  107;  females,  114.  These  equal  an 
annual  death-rate  of  iO'6,  which  is  a decrease  on  last  year’s  death-rate. 

Z M O IT  C D E A 'F  H - R A 'F  E . 

It  is  pleasing  to  be  able  to  record  a further  decrease  in  the  F)eath-rate. 
4'his  is  due  to  sanitary  improvements  in  the  houses  of  the  people,  and  to 
greater  precautions  on  the  part  of  the  people  themselves.  Mothers  on  the 
whole  appear  to  be  paying  more  attention  to  cleanliness,  and  to  the  proper 
feeding  of  their  children,  although  there  is  still  room  for  improvement. 
There  were  no  deaths  from  Scarlet  Fever  or  Measles,  and  only  two  deaths 
from  Diphtheria.  The  zymiotic  death-rate  is  only  o'3  per  1000  inhabitants. 


1 N I' A N T I L E M O RT  A L I T Y. 


There  is  a decrease  in  the  Infantile  mortality.  The  chief  causes  of 
death  in  children  under  one  year  were: — Dronchitis,  2;  Enteritis,  3> 
^Vhooping-cough,  i ; Tuberculous  Meningitis,  4. 

TURFIKCF’LOSIS. 

There  is  still  much  to  be  wished  for  in  regard  to  the  prevention  of 
Phthisis,  but  there  is  no  doubt  that  there  has  been  more  care  and  interest 
taken  in  the  better  housing  of  cattle.  The  slaughter  houses  are  regularly 


visited,  and  two  carcases  found  to  l:e  suffering  from  Tuberculosis  were 
destroyed  by  the  Council’s  Officials.  Houses  in  which  both  Phthisical  and 
Cancerous  cases  were  found  were  disinfected  after  removal  of  the  patients. 
There  were  twenty-one  dwellings  disinfected  including  those  from  which 
notifiable  diseases  had  been  removed. 

WORKSHOPS  AND  BAKEHOUSES. 

The  workshops  and  bakehouses  in  the  district  have  been  regularly 
visited  daring  the  year,  6g  inspections  having  been  made.  The  premises 
w'ere  found  to  be  in  a sanitary  condition  with  the  exception  of  one  bakehouse 
in  which  lime-washing  was  required,  and  one  in  which  the  floor  was  found 
to  be  in  an  insanitary  condition.  One  workshop  in  the  district  which  was 
found  by  H.  M.  Inspector  of  Factories  to  be  without  closet  accomodation 
for  the  male  workers  has  since  had  a water-closet  installed. 

ASHPUr  PRIVIES. 

The  privy  nuisance  is  gradually  being  lessened,  6i  privies  were 
converted  into  the  water-carriage  system.  Fourteen  dwellings  were  found  to 
be  without  proper  convenience  for  house  waste  and  29  defective  ashpits  were 
abolished,  for  these  43  dwellings  galvanised  iron  ashbins  were  provided.  As 
shewn  by  the  Inspector’s  Report  a number  of  defective  rain  water  storage 
cisterns  were  abolished  and  those  which  were  in  an  insanitary  condition 
were  cleaned.  Attention  was  also  given  to  w'ater-closets  and  closets  under 
tlie  water-carriage  system. 

'I'here  are  in  this  district  1561  water-closets;  927  slop  water-closets; 
and  948  privies. 

The  water  supply  is  good  and  plentiful,  those  houses  which  had  not  a 
proper  supply  had  the  defect  remedied. 
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ISOLATION  HOSPITAL. 

For  Small-pox  a “ Ducker  ” hospital  of  eight  beds  is  provided.  The 
Hospital  for  ordinary  infectious  diseases  contains  twenty-eight  beds.  There 
have  been  eighteen  cases  removed  to  the  Hospital  during  the  year.  These 
comprise — Diphtheria,  4;  Scarlet  Fever,  12  ; Typhoid,  2. 

MILK  SUPPLY. 

The  Milk  supply  is  good,  and  samples  of  milk  are  regularly  taken. 
Milk  shops  were  visited,  and  any  defects  found  were  remedied. 


AINSDALF  WARD. 

The  houses  in  Ainsdale  Ward  are  connected  to  cesspools,  and  50  of  those 
are  cleaned  out  weekly  by  Council’s  employees,  the  remainder  being  cleaned 
out  by  the  tenants  themselves.  There  are  now  512  dwellings  in  Ainsdale, 
and  connected  with  them  are  114  water-closets,  80  pail  closets,  318  privies. 

SCAVFNCING. 

The  Scavenging  during  the  year  has  been  satisfactorily  carried  out. 
Ashpits  were  regularly  visited,  and  those  found  to  be  in  a defective 
condition  were  improved,  and  a number  abolished.  W’here  ashpits  were 
aliOiished  galvanized  iron  ashbins  were  introduced,  d'here  are  now  934 
dwellings  which  have  ashbins  in  constant  use. 

S'rRFKT  LIGHTING. 

The  lighting  of  the  district  has  received  special  attention  during  the 
past  year.  The  arc  lamps,  which  are  now  permanently  installed,  have 
given  ever}'  satisfaction.  A small  section  of  electric  street  lighting  has 
been  introduced,  and  a number  of  ordinary  lamps  are  used  for  all-night 
lighting. 
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SEWERAGE. 

The  Sewerage  and  Sewage  Disposal  of  the  district  has  been  carried 
out  in  a proper  manner,  and  the  reports  of  the  Ribble  Joint  Committee 
have  been  very  satisfactory. 

AMBULANCE  VAN. 

The  Ambulance  Van  for  dealing  with  accidents  has  been  in  use  13 
times  during  the  year. 


INFECTIOUS  DISEASES. 

CHOLERA. 

Eleven  persons  from  a cholera  infected  port  were  kept  under  observa- 
tion for  seven  days. 


MEASLES. 

No  deaths  occurred  from  this  disease,  although  there  have  been  a 
large  number  of  cases. 


SCARLET  FEVER. 

There  were  17  cases  of  Scarlet  Fever  notified,  but  no  deaths  occured. 
Four  of  the  cases  were  imported. 


DIPHTHERIA. 

Seven  cases  of  Diphtheria  were  notified  during  the  year,  with  two 
deaths.  The  usual  enquiries  failed  to  show  any  insanitary  condition. 
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TYPHOID  FEVEF^. 

No  deaths.  Two  cases  occured  during  the  year,  of  which  one  was 
imported. 


One  death. 


DIARRHCE.A. 


ST.YTISTICS. 


Population,  igoi  

,,  igio  (estimated)  

Birth-rate  per  looo  living  

Death-rate  per  looo  living  

>)  ))  ) . Eocal 

Zymotic  Death-rate  per  looo  living  

Death-rate  of  Children  under  one  year  to  looo  births 


HA97 

20,750 

15-0 

10-6 

9-5 

0-3 

92 


Yours  Obediently. 

CHARLES  S.  M.  MURISON, 


Medical  Officer  of  Health. 


TABLE  I.-  Vital  Statistics  of  Whole  District  during  1910  and  previous  Years. 
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TABLE  II.-  Vital  Statistics  of  separate  Localities  in  1910  and  previous  years. 
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TABLE  IV.— Causes  of,  and  Ages  at,  Death  during  Year  1910. 


Causes  of  Death. 

Deaths  at  the  subjoined  ages  of  “ Residents  ” whether 
occuring  in  or  beyond  the  District. 

All 

ages. 

Under 

I year 

I and 
under  5 

1 5 and 

lunder  i 

1 

15  and 
under  25 

25  and 
under65 

1 65  and 
, upwards 

Measles 

... 

... 

... 

Scarlet  Fever 

. . . 

I 

... 

\Vhooping--cough 

i 2 

1 

i I 

I 

... 

1 - 

Diphtheria  (including 

2 

I 

! 

I 
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I 

... 

... 
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I 

I 

... 

... 

Enteritis 
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3 

2 

I 
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4 
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... 

I 

2 

I 

Phthisis  (Pulmonary 

22 

I 

2 

2 

14 

3 
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Other  tuberculosis 

I 2 
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5 

2 

1 

diseases 
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I? 

I 

... 

I 

I 1 

4 

disease 
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12 

2 

1 
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I 

3 

5 
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6 
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... 

... 

I 

5 

Pleurisy 

... 
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5 

2 

3 
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I 

I 

of  Liver 

1 

Premature  birth 

7 

7 

... 

... 

... 

... 

Diseases  and  accidents 

I 



1 

of  parturition 

i 

Heart  diseases 

35  ! 

... 

2 1 

1 

1 

... 

2 

16 

15 

Accidents 

6 

i 

1 

... 

I 

4 

I 

All  other  causes 

8o 

12 

2 

I 

2 

27 

36 

1 

All  causes  ...  ...! 
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29 

15 

7 

12 

88 

70 

TABLE  V.— Infantile  Mortality  during  the  Year  1910. 


I Cause  of  Death. 

Total 

Deaths  under 

I year. 

1 Diphtheria  (including  Membranous  Croup) 

I 

1 Diarrhoea,  all  forms 

I 

1 Enteritis,  Muco-enteritis,  Gastro-enteritis 

I Premature  Birth  

J 

• • ... 

7 

1 Congenital  Defects 



3 

1 Injury  at  Birth  

I 

1 Atrophy,  Debility,  Marasumus 

2 

1 1 uberculous  Meningitis 

. 

4 

1 Convulsions  ... 

1 • • • • . . ...  , 

• 

4 

1 Bronchitis 

2 

1 Other  Causes  ... 

. 

I 

29 

1 ."^ge  at  which  Death  occurred, 

1 Under  i Week 

10 

1 2-3  Weeks 

I 

1 3"4  >>  • • • • • • • • • 

2 

1 1-2  Months 

2 

2-3  „ 

I 

3-4  n 

2 

4 5 M 

3 

5-6  ,,  

2 

7-8  

2 

8-9  „ 

I 

9-10  „ 

I 

1 lo-ii  ,,  

2 

1 ■ Total  Deaths  under  i year... 

29 

1 Birthc  tr,  legitimate. ..297  Deaths  in  the  1 legitimate  in 

fants  27 

j illegitimate  16  year  of i iHef 

ptimate 

M 2 

Deaths  from  all  Causes  at  all  Ages  ... 

221 

FACTOHIES,  WORKSHOPS,  WOSEPLACES  & HOMEWORK. 


1.  -Inspection  of  Factories,  Workshops  and  Workplaces. 

Premises.  Inspections.  Written  Notices. 

Factories  ...  ...  ...  ...  4 o 

(Including  Factory  Laundries) 

Workshops  ...  ...  ...  ...  65  o 

(Including  Workshop  Laundries) 

Tota  1 ...  ...  69  o 


2.— Defects  found  in  Factories,  Workshops  and  Workplaces. 

Found  Remedied. 

Want  of  Cleanliness...  ...  ...  ...  2 2 

Want  of  Ventilation...  ...  ...  ...  o o 

Insufficient  Sanitary  Accommodation  ...  i i 

Unsuitable  or  Defective  ditto  ...  o o 

Breach  of  specitil  sanitary  requirements  for 

Bakehouses  . . ...  ...  ...  o o 

'Potal ...  ■ ■ • 3 3 

3.-  Home  Work. 

Addresses  of  Outworkers  received  from  other  Councils  ...  2 

Inspection  of  Outworkers’  Premises  ...  ...  ...  1 

4.-  Registered  Workshops. 

Bakehouses  ...  ...  ...  ...  ...  ...  ii 

Confectioners’  Bakehouses  ...  ...  ...  ...  10 

Total  number  of  Workshops  on  Register...  59 

5. —Other  Matters. 

Matters  notified  to  H.M.  Inspector  of  I'actories  : — 

Notified  by  II.M.  Inspector  ...  ...  ...  3 

Reports  (of  action  taken)  sent  to  H.M.  Inspector  3 
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ANNUAL  REPORT 

OF  THE 

Sanitary  Inspector. 

For  the  Year  ended  December  31s/,  igio. 


Town  Hall, 

Birkdale, 

January,  1911. 

To  THE  Chairman  and  Members  of  the  Urban  District 

Council  of  Birkdale. 

Mr.  Chairman  and  Gentlemen, 

I have  the  honour  to  submit  my  Annual  Keport,  showing  the  work 
carried  out  in  the  Sanitary  Department  during  the  past  year  1910,  with 
particulars  of  vaiious  Nuisances  abated  and  improved  sanitary  conditions 
effected  thereby. 

INSPECTION  OF  THE  DISTRICT. 

Inspection  has  been  made  throughout  the  district  with  a view  to 
ascertain  what  nuisances  exist  calling  for  abatement  under  the  powers  of 
the  Public  Health  Acts.  A number  of  premises  were  also  visited  upon 
complaints  being  made  of  suspected  nuisances. 
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HOUSE  DRAINS  STOPPED,  DllUPY,  AND  DEPECTU’E. 

Drains  intended  to  carry  away  waste  matter  from  forty-nine  dwellings 
were  found  stoj^ped  up  ; these  were  cleaned  out  and  left  in  proper  working 
order.  'I'he  Gully  Traps  in  connection  with  eighteen  dwellings  were  found 
in  a filthy  state ; these  were  cleaned  out.  Drains  receiving  waste  matter 
from  six  dwellings  were  found  blocked  up  with  tiee  roots  ; the  said  drains 
were  relaid  at  the  defective  points  and  left  in  order.  Drains  in  connection 
with  tw'elve  dwellings  w’ere  found  defective  ; these  w'ere  intercepted  from 
the  Main  Sewer,  fresh  air  inlets  to  the  drains  and  outlet  ventilation  being 
provided. 

WATER  CLOSETS  AND  CLOSETS  UN1M£R  WATER 
('ARRlAGb:  SVS'J  EM. 

Eight  offensive  water  closets  of  the  old  wash-out  tyj)e  were  removed 
and  modern  water  closets  lixed  of  the  wash-down  pedistal  type.  Eleven 
water  closets  were  found  stopped  up  ; the  same  were  cleaned  out  and  left  in 
working  order.  Thirty-two  slop  water  closets  were  found  stopped  ; these 
were  cleaned  out  and  left  in  working  order,  b'lushing  apparatus  in  connection 
with  four  water  closets  were  found  not  in  working  order  ; these  were  put  in 
order  for  the  proper  ihishing  of  the  closets.  I'our  oOensive  slop  water 
closets  were  abolished  and  modern  water  closets  fixed  in  lieu  thereof,  with 
flushing  apparatus  supplied  with  water  from  the  town’s  mains.  I'ive  water 
closets  found  with  basins  and -traps  in  an  offensive  state,  being  coated  with 
lime  substance  ; the  said  basins  and  traps  were  thoroughly  cleaned.  Three 
defective  iron  pails  in  use  at  closets  were  found  ; new  galvanized  iron  pails 
were  provided. 


OFFENSIVE  PRIVIES  AND  DblFEC'l  1\'E 


ASHPITS. 


Thirty-two  offensive  jirivies  in  connection  with  dwelling-houses  were 
abolished  and  modern  water  closets  fixed  in  lieu  thereof.  Offensive  privies 
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in  connection  with  29  dwellings  were  abolished  and  slop  water  closets  fixed 
in  lieu  thereof.  Ashpit  bottoms  in  connection  with  22  dwellings  were  raised 
to  the  level  of  ground  outside  the  said  ashpits.  The  outer  walls  of  four 
yard  closets  were  found  in  a dilapidated  condition  ; these  were  repaired. 
Fourteen  dwellings  were  found  without  receptacles  for  house  waste  ; gal- 
vanized iron  ashbins  were  provided.  Ashpits  in  connection  with  29  dwellings 
were  abolished  and  galvanized  iron  ashbins  provided. 

SOIL  PIPES  IN  CONNECTION  WITH  WATER  CLOSETS, 
DRAIN  VENTILATION  PIPES,  AND  GENERAL  DEFECTIVE 

SANITARY  CONDITIONS. 

Thirteen  dwellings  were  found  with  defective  soil  pipe  joints,  and 
defective  joints  at  drain  ventilation  pipes;  the  said  joints  were  re-caulked 
and  made  water  tight.  Offensive  and  defective  waste  water  pipes  were 
found  in  connection  with  five  dwellings,  the  waste  pipes  were  undertrapped 
on  the  inside  of  the  dwellings.  Defective  and  worn  out  sinkstones  were 
discovered  in  connection  with  three  dwellings.  New  stoneware  sinkstones 
were  fixed.  Complaints  were  received  from  the  tenants  of  five  dwellings 
of  suspected  nuisances,  on  the  various  premises  being  visted  and  inspected 
also  the  smoke  test  applied  to  drainage  systems  no  nuisance  was  discovered  ; 
there  was  no  second  complaint. 

RAIN  WATER  STORAGE  CISTERNS,  GUTTERS  AND  DOWN- 
SPOUTS IN  CONNECTION  WITH  MAIN  ROOFS. 

Defective  rain  water  storage  cisterns  were  discovered  in  connection 
with  seven  dwellings ; the  said  cisterns  were  abolished.  Dirty  rain  water 
storage  cisterns  were  discovered  in  connection  with  21  dwellings  ; the 
cisterns  were  emptied,  afterwards  the  side  walls  and  bottoms  were  well 
cleaned.  Six  dwellings  were  found  with  walls  in  a damp  state,  dampproof 
courses  were  inserted  round  the  walls  below  the  ground  floor  levels,  and 
the  main  walls  of  dwellings  ventilated. 
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DANGEROUS  BUILDINGS  AND  GENERAL  INSANITARY 

CONDITIONS. 

Dangerous  arches  over  windows  and  doors  in  connection  with  two 
dwellings  were  found  ; the  arches  were  rebuilt  and  left  in  a safe  condition. 
Defective  slating  at  main  roofs  of  six  dwellings  were  discovered,  the  slating 
at  main  roofs  was  repaired.  'I'he  cellars  of  two  large  dwellings  were  found 
without  proper  means  of  ventilation  ; th, rough  ventilation  was  provided  from 
the  outer  walls  of  said  dwellings.  Living  and  sleeping  rooms  of  two 
dwellings  were  found  in  a dirty  state  ; the  rooms  were  cleansed.  Over- 
crowding was  found  taking  place  at  bedrooms  in  connection  with  two 
dwellings,  the  numbers  were  reduced.  E'ilthy  state  of  yards  were  found 
in  connection  with  20  dwellings,  owing  to  drift  sand  and  other  accumulations, 
the  yards  were  cleaned  and  the  drift  sand  carted  away  from  the  premises. 

\\'ATER  SUPPLY 

Nine  dwellings  were  visited,  the  supply  of  water  from  the  town’s  water 
mains  was  found  turned  off,  owing  to  the  demands  of  the  Water  Board  not 
being  complied  with.  A supply  of  water  from  the  town’s  water  mains  was 
'again  furnished  to  the  dwellings. 

ASIIIMTS  AND  ASHIBNS. 

The  emptying  and  disinfecting  of  ashpits  and  ashbins  has  been  carried 
out  systematically  and  with  satisfaction  throughout  the  district  during  the 
past  year  by  your  Council’s  own  workmen.  There  are  now  936  dwellings 
furnished  with  galvanized  iron  ashbins  as  receptacles  for  house  waste, 
instead  of  the  ashpits  previously  in  use.  A large  number  of  the  ashbins 
are  emptied  twice  a week,  all  others  being  emptied  once  every  week. 
During  the  year  5,245  loads  of  ashpit  and  ashbin  refuse  have  been  removed 
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to  the  niglitsoil  tips  on  land  situate  on  the  outskirts  of  the  district,  the 
nightsoil  being  then  carted  on  to  land  and  ploughed  under  at  fields  under 
cultivation. 

CESSPOOLS. 

In  the  Ainsdale  Ward  of  your  district  the  sewage  cart  has  been 
engaged  nightly  during  the  past  year  carting  away  sewage  from  the  various 
cesspools  under  agreement.  The  sewage  is  now  being  discharged  from  the 
cart  direct  into  the  main  sewer  in  Liverpool  Road.  The  Assistant 
Inspector  now  visits  this  portion  of  the  district  every  day  in  connection 
with  cesspool  and  ashpit  workings. 

SMOKE  ABATEMENT. 

Your  Sanitary  Inspector  was  engaged  on  twelve  separate  occasions 
during  the  year  taking  observations  in  connection  with  engine-house 
chimneys  in  the  district.  From  the  observations  taken  in  one  case  only 
was  it  found  necessar)^  for  special  means  to  be  adopted  for  the  abatement 
of  smoke  nuisance. 

SUNDRY  NUISANCES  ABATED. 

Accumulation  of  empty  fish  boxes  and  barrels  : the  empty  fish  boxes 
and  barrels  were  returned  to  the  various  owners  outside  the  district  from 
two  fish  dealers’  premises  within  this  district.  Accumulation  of  stable 
manure : six  stable  yards  were  visited  where  a number  of  horses  were 
being  kept,  the  manure  pits  were  found  full  to  overflowing,  the  said  manure 
pits  were  emptied  and  the  contents  carted  off  the  premises. 

NOTICES  SERVED  FOR  THE  ABATEMENT 
OF  NUISANCES. 

Sixty-six  official  notices  were  served  during  the  3’ear  for  the  abatement 
of  nuisances.  A very  large  number  of  the  nuisances  reported  upon  were 
abated  on  intimation  being  given  to  the  various  owners  immediately  on 
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the  discovery  of  the  nuisance.  It  may  be  again  mentioned  these  latter 
nuisances  were  nearly  all  abated  by  the  Council’s  own  workmen  under  orders 
from  the  owners.  'I'he  advantage  of  this  is  the  quick  abatement  of 
nuisances  and  the  less  liability  of  evils  arising  from  the  matters  complained 
of. 


bWCTORY  AND  WOK’ KSl ICihS  ACT,  1901. 

The  workshops  in  the  district,  including  b d<ehouses,  have  been  visited 
during  the  year,  71  inspections  made.  The  various  premises  inspected  were 
found  in  a clean  state  with  the  e.xception  of  one  bakehouse,  where  lime- 
washing was  required,  this  was  immediately  carried  out.  Mr.  Jackson, 
Il.M.  Chief  Inspector  of  Factories  for  the  district,  called  the  attention  of 
the  Medical  Officer  of  Health  of  the  district  to  the  tloor  of  one  bakehouse 
not  being  in  a clean  state,  the  said  bakehouse  floor  was  immediately  cleaned 
after  being  visited  by  the  W’orkshop  Inspector. 

Mr.  Jackson,  Il.M.  Chief  Inspector  of  I'actories,  called  the  Medical 
Officer’s  attention  to  a workshop  situate  in  the  district  being  without  closet 
accommodation  for  the  two  (male)  workers.  Water  closet  accommodation 
has  since  been  provided. 

HOMF  WORK. 

Two  lists  of  outworkers  have  been  received  during  the  year  ; the  work- 
room was  found  in  a clean  state  on  the  day  of  two  inspections  made.  Roth 
lists  refer  to  one  outworker’s  premises,  and  is  the  only  one  in  the  district. 

INFFCTIOFS  DISEASES. 

In  connection  with  the  Notification  of  Infectious  Diseases,  all  cases 
„^pr.  1 o.g  ■>  r offi  T TI  \'iUh  'wc'  e immediatclv  visited  by  your 

Inspector  of  Nuisances,  and  if  proper  isolation  could  not  be  provided  at 


home  the  patients  were  removed  to , the  Council’s  Isolation  Hospital  for 
Infectious  Diseases.  The  fumigating  of  rooms,  the  removal  of  bedding  and 
clothing,  and  the  disinfecfting  of  same  being  immediately  carried  out  by 
your  Council’s  staff. 

Disinfeiflion  has  also  been  carried  out  at  21  dwellings,  also  the  removal 
of  bedding,  clothing,  carpets,  etc.,  to  the  Council’s  disinfecfting  station  and 
disinfeHed  after  various  non-notifiable  diseases,  this  work  being  carried 
out  free  of  charge  to  the  owners. 

Eleven  cases  notified  by  Port  Sanitar}^  Authorities  of  persons  landing 
in  England  from  cholera  infeiTed  foreign  ports,  and  after  being  medically 
examined  were  allowed  to  proceed  to  their  destination  in  this  distridf  ; 
these  were  kept  under  observation  for  a few  days,  no  developments  of 
any  sickness  took  place. 

SUMMARY  OF  NUISANCES  ABATED  DURING  THE  YEAR. 
Ashpits  abolished,  30.  Ashbins  brought  into  use. 

Filthy  state  of  dwelling  yards,  20.  Sand  carted  away  and  yards  cleaned. 

Dwellings  without  receptacles  for  house  waste,  14.  Ashbins  provided. 

Defedfive  walls  at  yard  closets,  4.  Closet  walls  repaired. 

Ashpit  bottoms  raised  to  the  level  of  ground  outside  same,  22. 

Damp  walls  of  dwellings,  6.  Damp-proof  courses  inserted  and  main  walls 
ventilated. 

DefeHive  gutters  at  eaves  of  dwellings,  7.  Gutters  renewed. 

DefeHive  rain-water  storage  cisterns,  7.  Cisterns  abolished. 

Dirty  rain-water  storage  cisterns,  21.  Cisterns  cleaned  out. 

Dangerous  buildings,  2.  Brick  arches  at  windows  and  doors  rebuilt. 
Defecflive  slating  at  roofs  of  dwellings,  5.  Roofs  repaired. 

Cellars  of  dwellings  not  ventilated,  2.  1 hrough  ventilation  provided. 

Overcrowding  of  bedrooms,  2.  Numbers  reduced. 
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Dirty  state  of  living  and  sleeping  rooms,  2.  Premises  cleansed. 

House  drains  stopped,  49.  Drains  cleaned  out. 

Slop-water  closets  stopped,  32.  Closets  cleaned  out. 

Water  closets  stopped,  11.  Closets  cleaned  out. 

Dirty  and  stopped  drain  gullies,  18,  Gully  traps  cleaned  out. 

Drains  stopped — grown  up  with  tree  roots,  6.  Drains  relaid. 

Defecftive  soil  and  ventilation  pipes,  9.  Recaulked  and  made  watertight. 

Defedfive  water  closet  flush  pipes,  4.  Flush  pipes  repaired. 

Dirty  W.C.  basins  and  traps  (lime  coated),  5.  Basins  and  traps  cleaned. 

Offensive  far  worn  water  closets,  8.  Modern  water  closets  fixed. 

Defective  waste  water  pipes,  5.  Undertrapped. 

Town’s  water  turned  off,  9.  Town’s  water  again  furnished. 

Offensive  privies  abolished,  32.  Modern  water  closets  fixed. 

Offensive  privies  abolished,  29.  Slop  water  closets  fixed. 

Offensive  slop  water  closets  abolished  and  modern  water  closets  fixed  in 
connedtion  with  four  dwellings,  proper  flushing  apparatus 
provided. 

Drains  intercepted  from  the  main  sewer  and  ventilated,  4. 

Defedfive  iron  pails  at  closets,  3.  New  pails  provided. 

Accumulation  of  fish  boxes  and  barrels,  2.  Fish  boxes,  &c.,  returned  to 
the  owners. 

Observations  taken  of  smoking  chimneys,  12. 

Accumulation  of  stable  manure,  6.  Manure  removed  off  the  premises. 

Keeping  animals  too  near  dwellings,  2.  Animals  removed. 

Two  bakehouses  were  found  not  clean.  These  were  limewashed  and  cleaned. 

One  workshop  found  without  water  closet  accommodation.  Accommodation 
has  been  provided. 

I am,  Mr.  Chairman  and  Gentlemen, 

Your  obedient  Servant, 


JAMES  JUMP, 

Nuisance  Inspector. 


